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meter and custom template (Shimada et al). 2004;91:389-91 
Single tooth replacement using a modified metal-ceramic resin- 
bonded fixed partial denture: a clinical report (Hagiwara et al). 
2004;91:414-7 
Colorimetry 
In vivo quantitative evaluation of tooth color with hand-held 
colorimeter and custom template (Shimada et al). 2004;91: 
389-9] 
Complete denture; see Denture, complete 
Composite resins 
Diametral tensile strength of a resin composite core with non- 
metallic prefabricated posts: an in vitro study (Santos et al). 
2004;91:335-41 
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Effect of finish line variants on marginal accuracy and fracture 
strength of ceramic optimized polymer fiber-reinforced com- 
posite crowns (Cho et al). 2004;91:554-60 


Effect of post-silanization drying on the bond strength of 


composite to ceramic (Shen et al). 2004;91:453-8 
The effect of reinforcement with woven E-glass fibers on the impact 
strength of complete dentures fabricated with high-impact 
acrylic resin (Kim and Watts). 2004;91:274-80 
Effects of various irrigation solutions on microleakage of Class V 
composite restorations ‘Sung ct al). 2004;91:265-7 
The efficiency of different light sources to polymerize composite 
beneath a simulated ceramic restoration (Ozyesil et al). 2004; 
91:151-7 
Fatigue resistance and stiffness of glass fiber-reinforced urethane 
dimethacrylate composite (Narva et al). 2004;91:158-63 
Fiber-reinforced post and core adapted to a previous metal 
ceramic crown (Iglesia-Puig and Arellano-Cabornero). 2004; 
91:191-4 
In vivo quantitative evaluation of tooth color with hand-held 
colorimeter and custom template (Shimada et al). 2004;91: 
389-9] 
Microleakage of Class V resin composite restorations placed with 
self-etching adhesives (Brackett et al). 2004;91:42-5 
A pin amalgam or composite core foundation technique for teeth 
with minimal coronal structure (Mamoun and Cervini). 2004; 
91:599-602 
Survival rates of resin-bonded, glass fiber-reinforced composite 
fixed partial dentures with a mean follow-up of 42 months: 
a pilot study (Vallittu). 2004;91:241-6 
Computer-aided design 
Fracture strength of all-ceramic crowns luted using two bonding 
methods (Attia and Kern). 2004;91:247-52 
Optical modeling of extraoral defects (Reitemeier et al). 2004;91: 
80-4 
A technique for fabricating patterns for removable partial denture 
frameworks using digitized casts and electronic surveying 
(Williams et al). 2004;91:85-8 
Connective tissue 
Connective tissue graft to correct peri-implant soft tissue margin: 
a clinical report (Shibli et al). 2004;91:119-22 
Contrast media 
A technique for making a diagnostic and surgical template 
(Tsuchida et al). 2004:91:395-7 
Conversion disorder 
Recognition and management of somatoform disorders (Brodine 
and Hartshorn). 2004;91:268-73 
Conversion prosthesis 
The conversion partial denture: a clinical report (Waliszewski and 
Brudvik). 2004;91:306-9 
Fabrication of a screw-retained, implant-supported, provisional 
prosthesis: a clinical report (Park et al). 2004;91:409-13 
Coronal structure 
A pin amalgam or composite core foundation technique for teeth 
with minimal coronal structure (Mamoun and Cervini). 2004; 
91:599-602 
Correspondence 
Letters. 2004;91:299-300, 401 
Craniomandibular disorders 
A multicenter clinical trial on the use of pulsed electromagnetic 
fields in the treatment of temporomandibular disorders (Peroz 
et al). 2004;91:180-7 
Temporomandibular disorders in relation to female reproductive 
hormones: a literature review (Nekora-Azak). 2004;91:491-3 
Crowns 
A comparison of the porcelain fracture resistance of screw-retained 
and cement-retained implant-supported metal-ceramic crowns 
(Torrado et al). 2004;91:532-7 
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Connective tissue graft to correct peri-implant soft tissue margin: 
a clinical report (Shibli et al). 2004;91:119-22 

Controlled tooth reduction for fixed restorations using custom 
made pre-contoured transparent templates (Lynch and Burke). 
2004;91:499-500 

Dentists’ molar restoration choices and longevity: a web-based 
survey (Rosenstiel et al). 2004;91:363-7 

The effect ofa resin-based sealer on crown retention for three types 
of cement (Johnson et al). 2004;91:428-35 

Effect of finish line variants on marginal accuracy and fracture 
strength of ceramic optimized polymer fiber-reinforced com- 
posite crowns (Cho et al). 2004;91:554-60 

The effectiveness of auxiliary features on a tooth preparation with 
inadequate resistance form (Proussaefs et al). 2004;91:33-41 

An esthetic comparison of a metal ceramic crown and cast metal 
abutment with an all-ceramic crown and zirconia abutment: 
a clinicai report (Tan and Dunne). 2004;91:215-8 

Fiber-reinforced post and core adapted to a previous metal ceramic 
crown (Iglesia-Puig and Arellano-Cabornero). 2004;91:191-4 

Fracture resistance of three all-ceramic restorative systems for 
posterior applications (Pallis et al). 2004;91:561-9 

Fracture strength of all-ceramic crowns luted using two bonding 
methods (Attia and Kern). 2004;91:247-52 

Immediate loading of hydroxyapatite-coated implants in the 
maxillary premolar area: three-year results of a pilot study 
(Proussaefs and Lozada). 2004;91:228-33 

The in vitro effect of pulpal pressure and luting agent on tensile 
bond strength of complete cast crowns (Ozturk et al). 2004;91: 
253-7 

A procedure for fitting a fixed partial denture to an existing 
removable partial denture (Fujisawa et al). 2004;91:392-4 

Reimplantation, bone augmentation, and implantation procedures 
for impacted maxillary canines: a clinical report (Spiechowicz 
et al). 2004;91:223-7 

Restoration of unfavorably positioned implants for a partially 
edentulous patient by using an overdenture retained with 
a milled bar and attachments: a clinical report (Asvanund and 
Morgano). 2004;91:6-10 

Cuspid; see Canine tooth 


D 
Debonding 
Effect on bond strength of silicone to polyurethane following 
immersion in cleaning solutions (Deng and Zwetchkenbaum). 
2004;91:582-5 
Defects; see Abnormalities 
Deglutition 
The efficacy of palatal augmentation prostheses for speech and 
swallowing in patients undergoing glossectomy: a review of the 
literature (Marunick and Tselios). 2004;91:67-7 
Fabrication of a closed hollow obturator (Habib and Driscoll). 
2004;91:383-5 
Dental arch 
Observation of horizontal mandibular positions in an edentulous 
patient using a digital gothic arch tracer: a clinical report 
(Watanabe ). 2004;91:15-9 
Dental clasps 
Comparison of cast Ti-Ni alloy clasp retention with conventional 
removable partial denture clasps (Kim et al). 2004;91:374-82 
Fatigue resistance and stiffness of glass fiber-reinforced urethane 
dimethacrylate composite (Narva et al). 2004;91:158-63 
Titanium removable partial denture clasp repair using laser 
welding: a clinical report (Suzuki et al). 2004;91:418-20 
Dental implants; see Implants 
Dental materials 


In vivo quantitative evaluation of tooth color with hand-held colori 
meter and custom template (Shimada et al). 2004;91:389-91 
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Light transmission through all-ceramic dental materials: a pilot 
study (Rasetto et al). 2004;91:441-6 
Dental porcelain; see Porcelain 
Dental pulp 
In vitro assessment of temperature change in the pulp chamber 
during cavity preparation (Oztiirk et al). 2004;91:436-40 
The in vitro effect of pulpal pressure and luting agent on tensile 
bond strength of complete cast crowns (Oztiirk et al). 2004;91: 
253-7 
Dental stress analysis 
Influence of implant length and diameter on stress distribution: 
a finite element analysis (Himmlova et al). 2004;91:20-5 
Dentin 
Che effect of a resin-based sealer on crown retention for three types 
of cement (Johnson et al). 2004;91:428-35 
Effects of surface treatment and joint shape on microtensile bond 
strength of reattached root dentin segments (Liu et al). 2004; 
91:46-54 
Denture, complete 
Analysis of influence of lip line and lip support in esthetics and 
selection of maxillary implant-supported prosthesis design 
(Neves et al). 2004;91:286-8 
Che conversion partial denture: a clinical report (Waliszewski and 
Brudvik). 2004;91:306-9 
The effect of reinforcement with woven E-glass fibers on the impact 
strength of complete dentures fabricated with high-impact 
acrylic resin (Kim and Watts). 2004;91:274-80 
Evaluation of unstimulated flow rates of whole and palatal saliva in 
healthy complete denture patients and in patients with 
Sjogren's syndrome ( Marton et al). 2004;91:577-81 
Fabrication of a screw-retained, implant-supported, provisional 
prosthesis: a clinical report (Park et al). 2004;91:409-13 
Group function or canine protection (Jemt et al). 2004;91: 
403-8 
rhe hollow maxillary complete denture: a modified technique 
(O’Sullivan et al). 2004;91:591-4 
O-ring attachments for transitional implant-retained overdentures 
(Ohkubo et al). 2004;91:195-7 
Observation of horizontal mandibular positions in an edentulous 
patient using a digital gothic arch tracer: a clinical report 
(Watanabe ). 2004;91:15-9 
Occlusal device for diagnostic evaluation of maxillomandibular 
relationships in edentulous patients: a clinical technique 
(Massad et al). 2004:91:586-90 
Physiologic jaw relations and occlusion of complete dentures 
(Shanahan ). 2004;91:203-5 (Classic article) 
Physiologic vertical dimension and centric relation (Shanahan). 
2004;91:206-9 (Classic article ) 
Pre-extraction records for complete denture fabrication: a literature 
review ( Bissasu). 2004;91:55-8 


Che relining of complete dentures ( Boucher). 2004;91:303-5 


A simplified approach to implant-supported metal-ceramic re- 
construction (Simon and Marchack). 2004;91:525-31 
A simplified method to reduce prosthetic misfit for a screw- 


retained, implant-supported complete denture using a luting 
technique and laser welding (Longoni et al). 2004;91:595-8 

Simplifying the use of a reline jig (Plummer and Hall). 2004;91: 
399-400 

A variation on split-cast mounting for complete denture construc 
tion ( Nogueira et al). 2004;91:386-8 

Denture, overlay 

Analysis of influence of lip line and lip support in esthetics and 
selection of maxillary implant-supported prosthesis design 
( Neves et al). 2004:91:286-8 

Implant-tissue supported, magnet-retained mandibular over- 
denture for an edentulous patient with Parkinson’s disease: 
a chnical report (Chu et al). 2004;91:219-22 
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Maxillary and mandibular overlay removable partial dentures for 
the restoration of worn teeth (Ganddini et al). 2004;91:210-4 

O-ring attachments for transitional implant-retained overdentures 
(Ohkubo et al). 2004;91:195-7 

Photoelastic analysis of the effect of palatal support on various 
implant-supported overdenture designs (Ochiai et al). 2004; 
91:421-7 

Restoration of unfavorably positioned implants for a partially 
edentulous patient by using an overdenture retained with 
a milled bar and attachments: a clinical report (Asvanund and 
Morgano). 2004;91:6-10 

Denture, partial, fixed 

A double casting technique to minimize distortion when 
constructing fixed partial dentures on implants (Luk et al). 
2004;91:93-6 

Group function or canine protection (Jemt et al). 2004;91:403-8 

The influence of implant location and length on stress distribution 
for three-unit implant-supported posterior cantilever fixed 
partial dentures (Yokoyama et al). 2004;91:234-40 

Influence of occlusal forces on stress distribution in preloaded 
dental implant screws (Alkan et al). 2004;91:319-25 

The influence of occlusal loading location on stresses transferred to 
implant-supported prostheses and supporting bone: a three 
dimensional finite element study ( Eskitascioglu et al). 2004;91: 
144-50 

A method for seating an implant-supported fixed prosthesis on ITI 
solid abutments (Savabi and Bonakdarchian ). 2004;91:198-9 

A procedure for fitting a fixed partial denture to an existing 
removable partial denture (Fujisawa et al). 2004;91:392-4 

Rehabilitation of an irradiated mandible after mandibular resection 
using implant/tooth-supported fixed prosthesis: a clinical re- 
port (Oelgiesser et al). 2004;91:310-4 

Single tooth replacement using a modified metal-ceramic resin- 
bonded fixed partial denture: a clinical report (Hagiwara et al). 
2004;91:414-7 

Survival rates of resin-bonded, glass fiber-reinforced composite 
fixed partial dentures with a mean follow-up of 42 months: 
a pilot study (Vallittu). 2004;91:241-6 

Use of carbon-epoxy frameworks for reinforcing provisional fixed 
partial dentures ( Baldissara et al). 2004;91:89-92 

Use of polyethylene ribbon to create a provisional fixed partial 
denture after immediate implant placement: a clinical report 
(Eskitagcioglu et al). 2004;91:11-4 

Denture, partial, removable 

Clinical outcome of the altered cast impression procedure 
compared with use of a one-piece cast (Frank et al). 2004;91: 
468-76 

Comparison of cast Ti-Ni alloy clasp retention with conventional 
removabie partial denture clasps (Kim et al). 2004;91:374-82 

The conversion partial denture: a clinical report (Waliszewski and 
Brudvik). 2004;91:306-9 

Evaluation of photoelastic stress patterns produced by various 
designs of bilateral distal-extension removable partial dentures 
(Thompson et al). 2004;91:105-13 (Classic article ) 

Fatigue resistance and stiffness of glass fiber-reinforced urethane 
dimethacrylate composite ( Narva et al). 2004;91:158-63 

Hybrid gate design frameworks for the rehabilitation of the 
maxillectomy patient (Marunick). 2004;91:315-8 

Immediate loading of implants in edentulous mandible 
maintaining vertical dimension: a clinical report (Rashedi and 
Cooper). 2004;91:114-8 

Maxillary and mandibular overlay removable partial dentures for 
the restoration of worn teeth (Ganddini et al). 2004;91:210-4 

Occlusion in removab!< partial prosthodontics (Henderson). 
2004-91:1-5 (Classic article) 

A procedure for fitting a fixed partial denture to an existing 
removable partial denture (Fujisawa et al). 2004;91:392-4 
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Rehabilitation of an irradiated mandible after mandibular resection 
using implant/tooth-supported fixed prosthesis: a clinical re- 
port (Oelgiesser et al). 2004;91:310-4 

A simplified approach to implant-supported metal-ceramic re- 
construction (Simon and Marchack). 2004;91:525-31 

A technique for fabricating patterns for removable partial denture 
frameworks using digitized casts and electronic surveying 
(Williams et al). 2004;91:85-8 

Titanium removable partial denture clasp repair using laser 
welding: a clinical report (Suzuki et al). 2004;91:418-20 

Denture, partial, temporary 

Fabrication of a screw-retained, implant-supported, provisional 
prosthesis: a clinical report (Park et al). 2004;91:409-13 

Immediate loading of implants in edentulous mandible 
maintaining vertical dimension: a clinical report (Rashedi and 
Cooper). 2004;91:114-8 

A simplified approach to implant-supported metal-ceramic re- 
construction (Simon and Marchack). 2004;91:525-31 

Use of carbon-epoxy frameworks for reinforcing provisional fixed 
partial dentures (Baldissara et al). 2004;91:89-92 

Use of polyethylene ribbon to create a provisional fixed partial 
denture after immediate implant placement: a clinical report 
(Eskitascioglu et al). 2004;91:11-4 

Denture bases 

The effect of polymerization cycles on porosity of microwave-pro- 
cessed denture base resin (Compagnoni et al). 2004;91:281-5 

The effect of reinforcement with woven E-glass fibers on the impact 
strength of complete dentures fabricated with high-impact 
acrylic resin (Kim and Watts). 2004;91:274-80 

The hollow maxillary complete denture: a modified technique 
(O'Sullivan et al). 2004;91:591-4 


In vitro evaluation of the influence of repairing condition of 


denture base resin on the bonding of autopolymerizing resins 
(Minami et al). 2004;91:164-70 
Denture rebasing 


In vitro evaluation of the influence of repairing condition of 


denture base resin on the bonding of autopolymerizing resins 
(Minami et al). 2004;91:164-70 
The relining of complete dentures (Boucher). 2004;91:303-5 


Simplifying the use of a reline jig (Plummer and Hali). 2004;91: 
399-400 


Denture repair 


In vitro evaluation of the influence of repairing condition of 


denture base resin on the bonding of autopolymerizing resins 
(Minami et al). 2004;91:164-70 
Titanium removable partial denture clasp repair using laser 
welding: a clinical report (Suzuki et al). 2004;91:418-20 
Detergents 
Effect on bond strength of silicone to polyurethane following 
immersion in cleaning solutions (Deng and Zwetchkenbaum). 
2004;91:582-5 
Digital scan 
Optical modeling of extraoral defects (Reitemeier et al). 2004;91: 
80-4 
A technique for fabricating patterns for removable partial denture 
frameworks using digitized casts and electronic surveying 
(Williams et al). 2004;91:85-8 
Dimethacrylates 
Fatigue resistance and stiffness of glass fiber-reinforced urethane 
dimethacrylate composite (Narva et al). 2004;91:158-63 


E 
Edentulous patient; see Jaw, edentulous; Mouth, edentulous 
Elastomers 
In vitro evaluation of color change in maxillofacial elastomer 
through the use of an ultraviolet light absorber and a hindered 
amine light stabilizer (Tran et al). 2004;91:483-90 


JUNE 2004 


THE JOURNAL OF PROSTHETIC DENTISTRY 


Electromagnetic fields 
A multicenter clinical trial on the use of pulsed electromagnetic 
fields in the treatment of temporomandibular disorders (Peroz 
et al). 2004;91:180-7 
Electromechanical speech 
The use of an intraoral electrolarynx for an edentulous patient: 
a clinical report (Wee et al). 2004;91:521-4 
Emergence profile 
Method for developing an optimal emergence profile using heat- 
polymerized provisional restorations for single-tooth implant- 
supported restorations (Macintosh and Sutherland). 2004;91: 
289-92 
Endosseous implants; see Implantation, endosseous 
Equilibrium 
The effect of clenching on condylar position: a vector analysis 
model (Radu et al). 2004;91:171-9 
Esophageal speech 
The use of an intraoral electrolarynx for an edentulous patient: 
a clinical report (Wee et al). 2004;91:521-4 
Esthetics 
Analysis of influence of lip line and lip support in esthetics and 
selection of maxillary implant-supported prosthesis design 
(Neves et al). 2004;91:286-8 
Color stability of provisional prosthodontic materials (Sham et al). 
2004;91:447-52 
Connective tissue graft to correct peri-implant soft tissue margin: 
a clinical report (Shibli et al). 2004;91:119-22 
Dentists’ molar restoration choices and longevity: a web-based 
survey (Rosenstiel et al). 2004;91:363-7 
An esthetic comparison of a metal ceramic crown and cast metal 
abutment with an all-ceramic crown and zirconia abutment: 
a clinical report (Tan and Dunne). 2004;91:215-8 
Fiber-reinforced post and core adapted to a previous metal ceramic 
crown (Iglesia-Puig and Arellano-Cabornero). 2004;91:191-4 
In vitro evaluation of color change in maxillofacial elastomer 
through the use of an ultraviolet light absorber and a hindered 
amine light stabilizer (Tran et al). 2604;91:483-90 
vivo quantitative evaluation of tooth color with hand-held 
colorimeter and custom template (Shimada et al). 2004;91: 
389-9] 
Influence of powder/liquid mixing ratio on porosity and trans- 
lucency of dental porcelains (Zhang et al). 2004;91:128-35 
Maxillary and mandibular overlay removable partial dentures 
for the restoration of worn teeth (Ganddini et al). 2004;91: 
210-4 
Nasal stent fabrication involved in nasal reconstruction: clinical 
report of two patient treatments ( Brooks et al). 2004;91:123-7 
Occlusal device for diagnostic evaluation of maxillomandibular 
relationships in edentulous patients: a clinical technique 
(Massad et al). 2004;91:586-90 
Rehabilitation of an irradiated mandible after mandibular resection 
using implant/tooth-supported fixed prosthesis: a clinical re- 
port (Oelgiesser et al). 2004;91:310-4 
Restoration of unfavorably positioned implants for a partially 
edentulous patient by using an overdenture retained with 
a milled bar and attachments: a clinical report (Asvanund and 
Morgano). 2004;91:6-10 
A simplified approach to implant-supported metal-ceramic re- 
construction (Simon and Marchack). 2004;91:525-31 
Single tooth replacement using a modified metal-ceramic resin 
bonded fixed partial denture: a clinical report (Hagiwara et al). 
2004:91:414-7 
A technique for making a diagnostic and surgical template 
(Tsuchida et al). 2004;91:395-7 
Use of polyethylene ribbon to create a provisional fixed partial 
denture after immediate implant placement: a clinical report 
(Eskitascioglu et al). 2004;91:11-4 


5 

+ 


THE JOURNAL OF PROSTHETIC DENTISTRY 


Estrogens 
Temporomandibular disorders in relation to female reproductive 
hormones: a literature review (Nekora-Azak). 2004;91:491-3 
Eye, artificial 
Minimizing movement of an orbital prosthesis retained by an 
obturator prosthesis (Wieselmann-Penkner et al). 2004;91: 
188-90 
Optical modeling of extraoral defects (Reitemeier et al). 2004;91: 
80-4 


Facial asymmetry 
Rehabilitation of an irradiated mandible after mandibular resection 
using implant/tooth-supported fixed prosthesis: a clinical re- 
port (Oeclgiesser ct al). 2004;91:310-4 
Fatigue 
Fatigue resistance and stiffness of glass fiber-reinforced urethane 
dimethacrylate composite (Narva et al). 2004;91:158-63 
Fiber-reinforced composites 
Diametral tensile strength of a resin composite core with non- 
metallic prefabricated posts: an in vitro study (Santos et al). 
2004;91:335-41 
The effect of fiber reinforcement on the fracture toughness and 
flexural strength of provisional restorative resins (Hamza et al). 
2004;91:258-64 
Effect of finish line variants on marginal accuracy and fracture 
strength of ceramic optimized polymer fiber-reinforced com- 
posite crowns (Cho et al). 2004;91:554-60 
The effect of reinforcement with woven E-glass fibers on the impact 
strength of complete dentures fabricated with high-impact 
acrylic resin (Kim and Watts). 2004;91:274-80 
Fatigue resistance and stiffness of glass fiber-reinforced urethane 
dimethacrylate composite (Narva et al). 2004;91:158-63 
Fiber-reinforced post and core adapted to a previous metal ceramic 
crown (Iglesia-Puig and Arellano-Cabornero). 2004;91:191-4 
Survival rates of resin-bonded, glass fiber-reinforced composite 
fixed partial dentures with a mean follow-up of 42 months: 
a pilot study (Vallittu). 2004;91:241-6 
Finite element analysis 
Influence of implant length and diameter on stress distribution: 
a finite element analysis (Himmlova et al). 2004;91:20-5 
The influence of occlusal loading location on stresses transferred to 
implant-supported prostheses and supporting bone: a three- 
dimensional finite element study ( Eskitascioglu et al). 2004;91: 
144-50 
Follow-up studies 
Survival rates of resin-bonded, glass fiber-reinforced composite 
fixed partial dentures with a mean follow-up of 42 months: 
a pilot study (Vallittu). 2004;91:241-6 
Foreign bodies 
A method to prevent aspiration or ingestion of cast post and core 
restorations (Al-Rashed ). 2004;91:501-2 
Fractures 
A comparison of the porcelain fracture resistance of screw-retained 
and cement-retained implant-supported metal-ceramic crowns 
(Torrado et al). 2004;91:532-7 
The effect of fiber reinforcement on the fracture toughness and 
flexural strength of provisional restorative resins (Hamza et al). 
2004;91:258-64 
Effect of finish line variants on marginal accuracy and fracture 
strength of ceramic optimized polymer fiber-reinforced com- 
posite crowns (Cho et al). 2004;91:554-60 
Effects of surface treatment and joint shape on microtensile bond 
strength of reattached root dentin segments (Liu et al). 2004; 
91:46-54 
Fracture resistance and reliability of new zirconia posts (Oblak 
et al). 2004;91:342-8 
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Fracture resistance of three all-ceramic restorative systems for 
posterior applications (Pallis et al). 2004;91:561-9 

Fracture strength of all-ceramic crowns luted using two bonding 
methods (Attia and Kern). 2004;91:247-52 

Removal of a fractured implant abutment screw: a clinical report 
(Nergiz et al). 2004;91:513-7 

Shear strength of core-veneer interface in bi-layered ceramics (Al 
Doohan et al). 2004;91:349-55 

Survival of ceramic onlays placed with and without metal re 
inforcement (Smales and Etemadi). 2004;91:548-53 


G 
Gagging 
The etiology and management of gagging: a review of the literature 
(Bassi et al). 2004;91:459-67 
Glass 
The effect of fiber reinforcement on the fracture toughness and 
flexural strength of provisional restorative resins (Hamza et al). 
2004;91:258-64 
The effect of reinforcement with woven E-glass fibers on the impact 
strength of complete dentures fabricated with high-impact 
acrylic resin (Kim and Watts). 2004;91:274-80 
Fatigue resistance and stiffness of glass fiber-reinforced urethane 
dimethacrylate composite (Narva et al). 2004;91:158-63 
Glass/ceramic/refractory techniques, their development and in- 
troduction into dentistry: historical literature review 
(Wildgoose et al). 2004;91:136-43 
Survival rates of resin-bonded, glass fiber-reinforced composite 


fixed partial dentures with a mean follow-up of 42 months: 
a pilot study (Vallittu). 2004;91:241-6 
Glass ionomer cements 
The effect of a resin-based sealer on crown retention for three types 
of cement (Johnson et al). 2004;91:428-35 
Glossectomy 
The efficacy of palatal augmentation prostheses for speech and 


swallowing in patients undergoing glossectomy: a review of the 
literature (Marunick and Tselios). 2004;91:67-74 
Glutaraldehyde 
The effect ofa resin-based sealer on crown retention for three types 
of cement (Johnson et al). 2004;91:428-35 
Gold 
Dentists’ molar restoration choices and longevity: a web-based 
survey (Rosenstiel et al). 2004;91:363-7 
Gonial angle 
Correlation of gonial angle size with cortical thickness, height of 
the mandibular residual body, and duration of edentulism (Xie 
and Ainamo). 2004;91:477-82 


H 
Halogen polymerization 
The efficiency of different light sources to polymerize composite 
beneath a simulated ceramic restoration (Ozyesil et al). 2004; 
91:151-7 
Light transmission through all-ceramic dental materials: a pilot 
study (Rasetto et al). 2004;91:441-6 
Heat polymerization 
Method for developing an optimal emergence profile using heat- 
polymerized provisional restorations for single-tooth implant- 
supported restorations (Macintosh and Sutherland). 2004;91: 
289-92 
Hereditary angioneurotic edema 
A tracheostomy obturator for a patient with hereditary an- 
gioneurotic edema (Moon et al). 2004;91:494-8 
Hexagon implant system 
Effect of lateral cyclic loading on abutment screw loosening, of an 
external hexagon implant system (Khraisat et al). 2004;91: 
326-34 
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Hindered amine light stabilizer 
In vitro evaluation of color change in maxillofacial elastomer 
through the use of an ultraviolet light absorber and a hindered 
amine light stabilizer (Tran et al). 2004;91:483-90 
History 
A reassessment of the mandibular transverse horizontal axis theory 
(Preston). 2004;91:505-12 (Classic article ) 
Hormone replacement therapy 
Temporomandibular disorders in relation to female reproductive 
hormones: a literature review (Nekora-Azak). 2004-91:491-3 
Hybrid gate design 
Hybrid gate design frameworks for the rehabilitation of the 
maxillectomy patient (Marunick). 2004;91:315-8 
Hydrofluoric acid 
Fracture strength of all-ceramic crowns luted using two bonding 
methods (Attia and Kern). 2004:91:247-52 
Hydroxyapatites 
Immediate loading of hydroxyapatite-coated implants in the 
maxillary premolar area: three-year results of a pilot study 
(Proussaefs and Lozada). 2004-;91:228-33 
Hypochondriasis 
Recognition and management of somatoform disorders ( Brodine 
and Hartshorn). 2004;91:268-73 
Hypopharyngeal neoplasms 
The use of an intraoral electrolarynx for an edentulous patient: 
a clinical report (Wee et al). 2004;91:521-4 
Hyposalivation; see Xerostomia 


Impact strength 
The effect of reinforcement with woven E-glass fibers on the impact 
strength of complete dentures fabricated with high-impact 
acrylic resin (Kim and Watts). 2004;91:274-80 
Implantation, endosseous 
The effect of time lapse on the accuracy of two acrylic resins used to 
assemble an implant framework for soldering (McDonnell 
et al). 2004;91:538-40 
Restoration of unfavorably positioned implants for a partially 
edentulous patient by using an overdenture retained with 
a milled bar and attachments: a clinical report (Asvanund and 
Morgano). 2004;91:6-10 
Implants 
Analysis of influence of lip line and lip support in esthetics and 
selection of maxillary implant-supported prosthesis design 
(Neves et al). 2004;91:286-8 
A comparison of the porcelain fracture resistance of screw-retained 
and cement-retained implant-supported metal-ceramic crowns 
(Torrado et al). 2004;91:532-7 
Connective tissue graft to correct peri-implant soft tissue margin: 
a clinical report (Shibli et al). 2004;91:119-22 
A double casting technique to minimize distortion when 
constructing fixed partial dentures on implants (Luk et al). 
2004;91:93-6 
Effect of lateral cyclic loading on abutment screw loosening of an 
external hexagon implant system (Khraisat et al). 2004;91: 
326-34 
The effect of time lapse on the accuracy of two acrylic resins used to 
assemble an implant framework for soldering (McDonnell 
et al). 2004;91:538-40 
An esthetic comparison of a metal ceramic crown and cast metal 
abutment with an all-ceramic crown and zirconia abutment: 
a clinical report (Tan and Dunne). 2004;91:215-8 
Fabrication of a screw-retained, implant-supported, provisional 
prosthesis: a clinical report (Park et al). 2004;91:409-13 
Fabrication of a screw-retained fixed provisional prosthesis 
supported by dental implants (Kékat and Akga). 2004;91: 
293-7 
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Immediate loading of hydroxyapatite-coated implants in the 
maxillary premolar area: three-year results of a pilot study 
(Proussaefs and Lozada). 2004;91:228-33 

Immediate 
maintaining vertical dimension: a clinical report (Rashedi and 
Cooper). 2004;91:114-8 

Implant-tissue supported, magnet-retained mandibular over- 


loading of implants in edentulous mandible 


denture for an edentulous patient with Parkinson’s disease: 
a clinical report (Chu et al). 2004;91:219-22 

Influence of implant length and diameter on stress distribution: 
a finite element analysis (Himmlova et al). 2004;91:20-5 

The influence of implant location and length on stress distribution 
for three-unit implant-supported posterior cantilever fixed 
partial dentures (Yokoyama ct al). 2004;91:234-40 

Influence of occlusal forces on stress distribution in preloaded 
dental implant screws (Alkan et al). 2004;91:319-25 

The influence of occlusal loading location on stresses transferred to 
implant-supported prostheses and supporting bone: a three- 
dimensional finite element study ( Eskitascioglu et al). 2004;91: 
144-50 

A locating splint for placing implant abutments (Pow and 
McMillan). 2004;91:97-8 

Method for developing an optimal emergence profile using heat 
polymerized provisional restorations for single-tooth implant- 
supported restorations (Macintosh and Sutherland). 2004;91: 
289-92 

A method for seating an implant-supported fixed prosthesis on 
ITI solid abutments (Savabi and Bonakdarchian). 2004;91: 
198-9 

A modified periapical radiographic holder used for standardized 
implant assessment ( Naffah and Johann). 2004;91:398 

O-ring attachments for transitional implant-retained overdentures 
(Ohkubo et al). 2004;91:195-7 

Passive tactile sensibility in edentulous subjects treated with dental 
implants: a pilot study (El-Sheikh et al). 2004;91:26-32 

Photoelastic analysis of the effect of palatal support on various 
implant-supported overdenture designs (Ochiai et al). 2004; 
91:421-7 

Rehabilitation of an irradiated mandible after mandibular resection 
using implant/tooth-supported fixed prosthesis: a clinical re- 
port (Oelgiesser et al). 2004;91:310-4 

Reimplantation, bone augmentation, and implantation procedures 
for impacted maxillary canines: a clinical report (Spiechowicz 
et al). 2004;91:223-7 

Removal of a fractured implant abutment screw: a clinical report 
(Nergiz et al). 2004;91:513-7 

Restoration of unfavorably positioned implants for a partially 
edentulous patient by using an overdenture retained with 
a milled bar and attachments: a clinical report (Asvanund and 
Morgano). 2004;91:6-10 

A simplified approach to implant-supported metal-ceramic re 
construction (Sinion and Marchack). 2004;91:525-31 

A simplified method to reduce prosthetic misfit for a screw- 
retained, implant-supported complete denture using a lu- 
ting technique and laser welding (Longoni et al). 2004;91: 
595-8 

A technique for making a diagnostic and surgical template 
(Tsuchida et al). 2004;91:395-7 

Use of polyethylene ribbon to create a provisional fixed partial 
denture after immediate implant placement: a clinical report 
(Eskitascioglu et al). 2004;91:11-4 

Impression materials 

Observation of horizontal mandibular positions in an edentulous 
patient using a digital gothic arch tracer: a clinical report 
(Watanabe ). 2004:91:15-9 


Optical modeling of extraoral defects (Reitemeier et al). 2004;91: 
80-4 
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A pin amalgam or composite core foundation technique for teeth 
with minimal coronal structure (Mamoun and Cervini). 2004; 
91:599-602 

rhe relining of complete dentures (Boucher). 2004;91:303-5 

Impression technique 

Chairside modification of a surgical obturator (Mukohyama et al). 
2004;91:518-20 

Clinical outcome of the altered cast impression procedure 
compared with use of a one-piece cast (Frank et al). 2004;91: 
468-76 

Effects of relief space and escape holes on pressure characteristics of 
maxillary edentulous impressions (Komiyama et al). 2004;91: 
570-6 

A locating splint for placing implant abutments (Pow and 
MeMillan ). 2004;91:97-8 

rhe relining of complete dentures ( Boucher). 2004;91:303-5 

Incisor 

Connective tissue graft to correct peri-implant soft tissue margin: 
a clinical report (Shibli et al). 2004;91:119-22 

Single tooth replacement using a modified metal-ceramic resin- 
bonded fixed partial denture: a clinical report (Hagiwara et al). 
2004;91:414-7 

Use of polyethylene ribbon to create a provisional fixed partial 
denture after immediate implant placement: a clinical report 
(Eskitascioglu et al). 2004;91:11-4 

Inlays 

Survival of ceramic onlays placed with and without metal re- 

inforcement (Smales and Etemadi). 2004;91:548-53 
Instruments 

In vitro assessment of temperature change in the pulp chamber 
during cavity preparation (Oztiirk et al). 2004;91:436-40 

Simple instrument for detecting minor differences in surface 
texture (Leknius and Kenyon). 2004;91:298 

Irradiation 

In vitro effect of microwave irradiation on the retentive force of 

magnets (Lemon et al). 2004;91:368-73 
Irrigation 

Effects of various irrigation solutions on microleakage of Class V 

composite restorations (Sung et al). 2004;91:265-7 


Jaw, edentulous 
Analysis of influence of lip line and lip support in esthetics and 
selection of maxillary implant-supported prosthesis design 
(Neves et al). 2004;91:286-8 
Correlation of gonial angle size with cortical thickness, height of 
the mandibular residual body, and duration of edentulism (Xie 
and Ainamo). 2004;91:477-82 
Effects of relief space and escape holes on pressure characteristics of 
maxillary edentulous impressions (Komiyama et al). 2004;91: 
570-6 
Immediate loading of hydroxyapatite-coated implants in the 
maxillary premolar area: three-year results of a pilot study 
(Proussaefs and Lozada). 2004;91:228-33 
Immediate loading of implants in edentulous mandibie 
maintaining vertical dimension: a clinical report (Rashedi and 
Cooper ). 2004;91:114-8 
Implant-tissue supported, magnet-retained mandibular over- 
denture for an edentulous patient with Parkinson’s disease: 
a clinical report (Chu et al). 2004;91:219-22 
Che influence of implant location and length on stress distribution 
for three-unit implant-supported posterior cantilever fixed 
partial dentures (Yokoyama ct al). 2004;91:234-40 
Occlusal device for diagnostic evaluation of maxillomandibular 
relationships in edentulous patients: a clinical technique 
(Massad et al). 2004;91:586-90 
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Occlusion in removable partial prosthodontics (Henderson). 
2004;91:1-5 (Classic article) 

Passive tactile sensibility in edentulous subjects treated with dental 
implants: a pilot study (El-Sheikh et al). 2004;91:26-32 

Restoration of unfavorably positioned implants for a partially 
edentulous patient by using an overdenture retained with 
a milled bar and attachments: a clinical report (Asvanund and 
Morgano). 2004;91:6-10 

A simplified approach to implant-supported metal-ceramic re- 
construction (Simon and Marchack). 2004;91:525-31 

Jaw relation record 

Physiologic jaw relations and occlusion of complete dentures 
(Shanahan ). 2004;91:203-5 (Classic article) 

Pre-extraction records for complete denture fabrication: a literature 
review (Bissasu). 2004;91:55-8 


Laryngeal neoplasms 
The use of an intraoral electrolarynx for an edentulous patient: 
a clinical report (Wee et al). 2004;91:521-4 
Laryngectomy 
The use of an intraoral electrolarynx for an edentulous patient: 
a clinical report (Wee et al). 2004;91:521-4 
Larynx, artificial 
The use of an intraoral electrolarynx for an edentulous patient: 
a clinical report (Wee et al). 2004;91:521-4 
Lasers 
A simplified method to reduce prosthetic misfit for a screw- 
retained, implant-supported complete denture using a luting 
technique and laser welding (Longoni et al). 2004;91:595-8 
Titanium removable partial denture clasp repair using laser 
welding: a clinical report (Suzuki et al). 2004;91:418-20 
Leakage 
Effects of various irrigation solutions on microleakage of Class V 
composite restorations (Sung et al). 2004;91:265-7 
Microleakage of Class V resin composite restorations placed with 
self-etching adhesives (Brackett et al). 2004;91:42-5 
Letters 
Letters. 2004;91:299-300, 401 
Light polymerization 
The efficiency of different light sources to polymerize composite 
beneath a simulated ceramic restoration (Ozyesil et al). 2004; 
91:151-7 
Light transmission through all-ceramic dental materials: a pilot 
study (Rasetto et al). 2004;91:441-6 
Lip 
Analysis of influence of lip line and lip support in esthetics and 
selection of maxillary implant-supported prosthesis design 
(Neves et al). 2004;91:286-8 
Evaluation of unstimulated flow rates of whole and palatal saliva in 
healthy complete denture patients and in patients with 
Sjogren’s syndrome (Marton et al). 2004;91:577-81 
Literature review 
The efficacy of palatal augmentation prostheses for speech and 
swallowing in patients undergoing glossectomy: a review of the 
literature (Marunick and Tselios). 2004;91:67-74 
The etiology and management of gagging: a review of the literature 
(Bassi et al). 2004:91:459-67 
Glass/ceramic/refractory techniques, their development and in- 
troduction into dentistry: a historical literature review 
(Wildgoose et al). 2004;91:136-43 
Occlusion in removable partial prosthodontics (Henderson). 
2004;91:1-5 (Classic article) j 
Pre-extraction records for complete denture fabrication: a literature 
review (Bissasu ). 2004;91:55-8 
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Luting agents 
Fracture strength of all-ceramic crowns luted using two bonding 
methods (Attia and Kern). 2004;91:247-52 
The in vitro effect of pulpal pressure and luting agent on tensile 
bond strength of complete cast crowns (Ozturk et al). 2004;91: 
253-7 
A simplified method to reduce prosthetic misfit for a screw- 
retained, implant-supported complete denture using a luting 
technique and laser welding (Longoni et al). 2004;91:595-8 


M 


Magnetics 


In vitro effect of microwave irradiation on the retentive force of 


magnets (Lemon et al). 2004;91:368-73 
Implant-tissue supported, magnet-retained mandibular over- 
denture for an edentulous patient with Parkinson’s disease: 
a clinical report (Chu et al). 2004;91:219-22 
Mandible 
Immediate loading of implants in edentulous mandible 
maintaining vertical dimension: a clinical report (Rashedi and 
Cooper). 2004;91:114-8 
Implant-tissue supported, magnet-retained mandibular over- 
denture for an edentulous patient with Parkinson’s disease: 
a clinical report (Chu et al). 2004;91:219-22 
The influence of implant location and length on stress distribution 
for three-unit implant-supported posterior cantilever fixed 
partial dentures (Yokoyama et al). 2004;91:234-40 
Maxillary and mandibular overlay removable partial dentures for 
the restoration of worn teeth (Ganddini et al). 2004;91:210-4 
O-ring attachments for transitional implant-retained overdentures 
(Ohkubo et al). 2004:91:195-7 
Observation of horizontal mandibular positions in an edentulous 
patient using a digital gothic arch tracer: a clinical report 
(Watanabe ). 2004;91:15-9 
Rehabilitation of an irradiated mandible after mandibular resection 
using implant/tooth-supported fixed prosthesis: a clinical re- 
port (Oelgiesser et al). 2004;91:310-4 
Mandibular condyle 
The effect of clenching on condylar position: a vector analysis 
model ( Radu et al). 2004;91:171-9 
Mastication 
Fabrication of a closed hollow obturator (Habib and Driscoll). 
2004;91:383-5 
Group function or canine protection (Jemt et al). 2004;91:403-8 
Minimizing movement of an orbital prosthesis retained by an 
obturator prosthesis (Wieselmann-Penkner et al). 2004;91: 
188-90 
Occlusion in removable partial prosthodontics (Henderson). 
2004;91:1-5 (Classic article) 
Masticatory force; see Occlusal force 
Maxilla 
Analysis of influence of lip line and lip support in esthetics and 
selection of maxillary implant-supported prosthesis design 
(Neves et al). 2004;91:286-8 
Connective tissue graft to correct peri-implant soft tissue margin: 
a clinical report (Shibli et al). 2004;91:119-22 
The effect of reinforcement with woven E-glass fibers on the impact 
strength of complete dentures fabricated with high-impact 
acrylic resin (Kim and Watts). 2004;91:274-80 


Effects of relief space and escape holes on pressure characteristics of 


maxillary edentulous impressions (Komiyama et al). 2004;91: 
570-6 

Evaluation of unstimulated flow rates of whole and palatal saliva in 
healthy complete denture patients and in patients with 
Sjogren’s syndrome (Marton et al). 2004;91:577-81 

The hollow maxillary complete denture: a modified technique 
(O'Sullivan et al). 2004;91:591-4 
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Immediate loading of hydroxyapatite-coated implants in the 
maxillary premolar area: three-year results of a pilot study 
(Proussaefs and Lozada). 2004;91:228-33 

Maxillary and mandibular overlay removable partial dentures for 
the restoration of worn teeth (Ganddini et al). 2004;91:210-4 

Observation of horizontal mandibular positions in an edentulous 
patient using a digital gothic arch tracer: a clinical report 
(Watanabe ). 2004;91:15-9 

Photoelastic analysis of the effect of palatal support on various 
implant-supported overdenture designs (Ochiai et al). 2004; 
91:421-7 

Reimplantation, bone augmentation, and implantation procedures 
for impacted maxillary canines: a clinical report (Spiechowicz 
et al). 2004;91:223-7 

Maxillectomy 

Chairside modification of a surgical obturator (Mukohyama et al). 
2004;91:518-20 

Hybrid gate design frameworks for the rehabilitation of the 
maxillectomy patient (Marunick). 2004;91:315-8 

Metal ceramic alloys 

A comparison of the porcelain fracture resistance of screw-retained 
and cement-retained implant-supported metal-ceramic crowns 
(Torrado et al). 2004;91:532-7 

Dentists’ molar restoration choices and longevity: a web-based 
survey (Rosenstiel et al). 2004;91:363-7 

A double casting technique to minimize distortion when 
constructing, fixed partial dentures on implants (Luk et al). 
2004;91:93-6 

An esthetic comparison of a meta! ceramic crown and cast metal 
abutment with an all-ceramic crown and zirconia abutment: 
a clinical report (Tan and Dunne). 2004;91:215-8 

Evaluation of shear bond strength at the interface of two porcelains 
and pure titanium injected into the casting mold at three 
different temperatures ( Bondioli and Bottino). 2004;91:541-7 

Fiber-reinforced post and core adapted to a previous metal ceramic 
crown (Iglesia-Puig and Arellano-Cabornero). 2004;91:191-4 

A simplified approach to implant-supported metal-ceramic re- 
construction (Simon and Marchack). 2004;91:525-31 

Single tooth replacement using a modified metal-ceramic resin- 
bonded fixed partial denture: a clinical report (Hagiwara et al). 
2004;91:414-7 

Survival rates of resin-bonded, glass fiber-reinforced composite 
fixed partial dentures with a mean follow-up of 42 months: 
a pilot study (Vallittu). 2004;91:241-6 

Methacrylates 

Color stability of provisional prosthodontic materials (Sham et al). 
2004;91:447-52 

The effect of fiber reinforcement on the fracture toughness and 
flexural strength of provisional restorative resins (Hamza et al). 
2004;91:258-64 

Methylene chloride 

In vitro evaluation of the influence of repairing condition of 
denture base resin on the bonding of autopolymerizing resins 
(Minami et al). 2004;91:164-70 

Methylmethacrylates 

Color stability of provisional prosthodontic materials (Sham et al). 
2004;91:447-52 

The effect of fiber reinforcement on the fracture toughness and 
flexural strength of provisional restorative resins (Hamza et al). 
2004;91:258-64 

The effect of reinforcement with woven E-glass fibers on the impact 
strength of complete dentures fabricated with high-impact 
acrylic resin (Kim and Watts). 2004;91:274-80 

In vitro effect of microwave irradiation on the retentive force of 
magnets (Lemon ct al). 2004;91:368-73 


Use of carbon-epoxy frameworks for reinforcing provisional fixed 
partial dentures (Baldissara et al). 2004;91:89-92 


THE JOURNAL OF PROSTHETIC DENTISTRY 


Microleakage 
Effects of various irrigation solutions on microleakage of Class V 
composite restorations (Sung et al). 2004;91:265-7 
Microleakage of Class V resin composite restorations placed with 
self-etching adhesives ( Brackett et al). 2004;91:42-5 
Microwaves 
The effect of polymerization cycles on porosity of microwave- 
processed denture base resin (Compagnoni et al). 2004;91: 
281-5 


In vitro effect of microwave irradiation on the retentive force of 


magnets (Lemon et al). 2004;91:368-73 
Models, anatomic 
Optical modeling of extraoral detects (Reitemeier et al). 2004;91: 
80-4 
Models, theoretical 
Evaluation of photoelastic stress patterns produced by various 
designs of bilateral distal-extension removable partial dentures 
(Thompson et al). 2004;91:105-13 (Classic article ) 
Models, vectorial 
he effect of clenching on condylar position: a vector analysis 
model (Radu et al). 2004;91:171-9 
Molar 
Dentists’ molar restoration choices and longevity: a web-based 
survey ( Rosenstiel et al). 2004:91:363-7 
The influence of implant location and length on stress distribution 
for three-unit implant-supported posterior cantilever fixed 
partial dentures (Yokoyama et al). 2004;91:234-40 
Survival of ceramic onlays placed with and without metal re 
inforcement (Smales and Etemadi). 2004;91:548-53 
Motor skills 
Rehabilitation of an irradiated mandible after mandibular resection 
using implant/tooth-supported fixed prosthesis: a clinical re- 
port (Oelgiesser et al). 2004;91:310-4 
Mouth, edentulous 


Correlation of gonial angle size with cortical thickness, height of 


the mandibular residual body, and duration of edentulism (Xie 
and Ainamo). 2004;91:477-82 
Implant-tissue supported, magnet-retained mandibular over- 
denture for an edentulous patient with Parkinson’s disease: 
a clinical report (Chu et al). 2004;91:219-22 
Observation of horizontal mandibular positions in an edentulous 
patient using a digital gothic arch tracer: a clinical report 
(Watanabe ). 2004;91:15-9 
Occlusal device for diagnostic evaluation of maxillomandibular 
relationships in edentulous patients: a clinical technique 
( Massad et al). 2004;91:586-90 
A simplified approach to implant-supported metal-ceramic re- 
construction (Simon and Marchack). 2004;91:525-31 
The use of an intraoral electrolarynx for an edentulous patient: 
[ a clinical report (Wee et al). 2004;91:521-4 
Mouth mucosa 
Evaluation of unstimulated flow rates of whole and palatal saliva in 


healthy complete denture patients and in patients with 
Sjogren’s syndrome (Marton et al). 2004;91:577-81 
Mucous membranes 
Evaluation of unstimulated flow rates of whole and palatal saliva in 
healthy complete denture patients and in patients with 
Sjogren’s syndrome (Marton et al). 2004;91:577-81 


N 
Nasal reconstruction 
Nasal stent fabrication involved in nasal reconstruction: clinical 
Ph. report of two patient treatments ( Brooks et al). 2004;91:123-7 
Nickel 
Comparison of cast Ti-Ni alloy clasp retention with conventional 
removable partial denture clasps (Kim et al). 2004;91:374-82 
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Oo 
O-ring attachments 

O-ring attachments for transitional implant-retained overdentures 

(Ohkubo et al). 2004;91:195-7 
Obturator prosthesis 

Minimizing movement of an orbital prosthesis retained by an 
obturator prosthesis (Wieselmann-Penkner et al). 2004;91: 
188-90 

A tracheostomy obturator for a patient with hereditary an 
gioneurotic edema (Moon et al). 2004;91:494-8 

Occlusal force 

The effect of reinforcement with woven E-glass fibers on the impact 
strength of complete dentures fabricated with high-impact 
acrylic resin (Kim and Watts). 2004;91:274-80 

Group function or canine protection (Jemt et al). 2004;91: 
403-8 

Influence of implant length and diameter on stress distribution: 
a finite element analysis (Himmlova et al). 2004;91:20-5 

Influence of occlusal forces on stress distribution in preloaded 
dental implant screws (Alkan et al). 2004;91:319-25 

The influence of occlusal loading location on stresses transferred to 
implant-supported prostheses and supporting bone: a three 
dimensional finite element study ( Eskitascioglu et al). 2004;9 1: 
144-50 

Removal of a fractured implant abutment screw: a clinical report 
(Nergiz et al). 2004;91:513-7 

Occlusal rest 

Evaluation of photoelastic stress patterns produced by various 
designs of bilateral distal-extension removable partial dentures 
(Thompson et al). 2004;91:105-13 (Classic article ) 

Occlusal vertical dimension; see Vertical dimension 
Occlusion 

A comparison of the porcelain fracture resistance of screw-retained 
and cement-retained implant-supported metal-ceramic crowns 
(Torrado et al). 2004;91:532-7 

Maxillary and mandibular overlay removable partial dentures 
for the restoration of worn teeth (Ganddini et al). 2004;91: 
210-4 

Physiologic jaw relations and occlusion of complete dentures 
(Shanahan ). 2004;91:203-5 (Classic article ) 

Physiologic vertical dimension and centric relation (Shanahan). 
2004;91:206-9 (Classic article)” 

Rehabilitation of an irradiated mandible after mandibular resection 
using implant/tooth-supported fixed prosthesis: a clinical re- 
port (Oelgiesser et al). 2004;91:310-4 

Occlusion, balanced 

The effect of clenching on condylar position: a vector analysis 

model (Radu et al). 2004;91:171-9 
Occlusocervical dimension 

The effectiveness of auxiliary features on a tooth preparation 
with inadequate resistance form (Proussaefs et al). 2004;91: 
33-41 

Ocular prosthesis; see Eye, artificial 
Onlays; see Inlays 
Optical modeling 

Optical modeling of extraoral defects (Reitemeier et al). 2004;91: 

80-4 
Osseointegration 

The effect of time lapse on the accuracy of two acrylic resins used to 
assemble an implant framework for soldering (McDonnell 
et al). 2004;91:538-40 

Removal of a fractured implant abutment screw: a clinical report 
(Nergiz et al). 2004;91:513-7 

Use of polyethylene ribbon to create a provisional fixed partial 
denture after immediate implant placement: a clinical report 
(Eskitascioglu et al). 2004;91:11-4 
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Osteoarthritis 
A multicenter clinical trial on the use of pulsed electromagnetic 
fields in the treatment of temporomandibular disorders (Peroz 
et al). 2004;91:180-7 
Osteoradionecrosis 
Rehabilitation of an irradiated mandible after mandibular resection 
using implant/tooth-supported fixed prosthesis: a clinical re- 
port (Oelgiesser et al). 2004;91:310-4 
Overdenture; see Denture, overlay 
Overlay; see Denture, overlay 


P 
Palatal obturators 
The efficacy of palatal augmentation prostheses for speech and 
swallowing in patients undergoing glossectomy: a review of the 
literature (Marunick and Tselios). 2004;91:67-74 
Fabrication of a closed hollow obturator (Habib and Driscoll). 
2004;91:383-5 
Obturation of the partial soft palate defect (Chambers et al). 2004; 
91:75-9 
Palate 
Evaluation of unstimulated flow rates of whole and palatal saliva in 
healthy complete denture patients and in patients with 
Sjogren’s syndrome (Marton et al). 2004;91:577-81 
Photoelastic analysis of the effect of palatal support on various 
implant-supported overdenture designs (Ochiai et al). 2004; 
91:421-7 
Palate, soft 
Obturation of the partial soft palate defect (Chambers et al). 2004; 
91:75-9 
Parkinson disease 
Implant-tissue supported, magnet-retained mandibular over- 
denture for an edentulous patient with Parkinson’s disease: 
a clinical report (Chu et al). 2004;91:219-22 
Partially edentulous patient; see Jaw, edentulous 
Passive tactile sensibility 
Passive tactile sensibility in edentulous subjects treated with dental 
implants: a pilot study (El-Sheikh et al). 2004;91:26-32 
Phonation 
Fabrication of a closed hollow obturator (Habib and Driscoll). 
2004;91:383-5 
Phonetics 
Occlusal device for diagnostic evaluation of maxillomandibular 
relationships in edentulous patients: a clinical technique 
(Massad et al). 2004;91:586-90 
A simplified approach to implant-supported metal-ceramic re- 
construction (Simon and Marchack). 2004;91:525-31 
Phosphates 
In vitro evaluation of shear bond strengths of resin to densely- 
sintered high-purity zirconium-oxide ceramic after long-term 
storage and thermal cycling (Blatz et al). 2004;91:356-62 
Photoelastic model 
Evaluation of photoelastic stress patterns produced by various 
designs of bilateral distal-extension removable partial dentures 
(Thompson et al). 2004;91:105-13 (Classic article ) 
Photoelastic analysis of the effect of palatal suppert on various 


implant-supported overdenture designs (Ochiai et al). 2004; 
91:421-7 


Plasma arc light polymerization 
The efficiency of different light sources to polymerize composite 
beneath a simulated ceramic restoration (Ozyesil et al). 2004; 
91:151-7 
PMMA; see Methylmethacrylates 
Polyethylenes 
The effect of fiber reinforcement on the fracture toughness and 
flexural strength of provisional restorative resins (Hamza et al). 
2004:91:258-64 
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Use of polyethylene ribbon to create a provisional fixed partial 
denture after immediate implant placement: a clinical report 
(Eskitagcioglu et al). 2004;91:11-4 

Polymerization 

The effect of polymerization cycles on porosity of microwave- 
processed denture base resin (Compagnoni et al). 2004;91: 
281-5 

The effect of time lapse on the accuracy of two acrylic resins used to 
assemble an implant framework for soldering (McDonnell 
et al). 2004:91:538-40 

Light transmission through all-ceramic dental materials: a pilot 
study (Rasetto et al). 2004;91:441-6 

Metivod for developing an optimal emergence profile using heat- 
polymerized provisional restorations for single-tooth implant- 
supported restorations (Macintosh and Sutherland). 2004;91: 
289-92 

Polymers 

Effect of finish line variants on marginal accuracy and fracture 
strength of ceramic optimized polymer fiber-reinforced com- 
posite crowns (Cho et al). 2004;91:554-60 

The efficiency of different light sources to polymerize composite 
beneath a simulated ceramic restoration (Ozyesil et al). 2004; 
91:151-7 

Use of carbon-epoxy frameworks for reinforcing provisional fixed 
partial dentures (Baldissara et al). 2004;91:89-92 

Polymethylmethacrylate; see Methylmethacrylates 
Polyurethane 

Effect on bond strength of silicone to polyurethane following 
immersion in cleaning solutions (Deng and Zwetchkenbaum). 
2004;91:582-5 

Polyvinylsiloxanes 

A pin amalgam or composite core foundation technique for teeth 
with minimal coronal structure (Mamoun and Cervini). 2004; 
91:599-602 

Porcelain 

A comparison of the porcelain fracture resistance of screw-retained 
and cement-retained implant-supported metal-ceramic crowns 
(Torrado et al). 2004;91:532-7 

Evaluation of shear bond strength at the interface of two porcelains 
and pure titanium injected into the casting mold at three 
different temperatures (Bondioli and Bottino). 2004;91:541-7 

Glass/ceramic/refractory techniques, their development and in- 
troduction into dentistry: a historical literature review 
(Wildgoose et al). 2004;91:136-43 

Influence of powder/liquid mixing ratio on porosity and trans- 
lucency of dental porcelains (Zhang et al). 2004;91:128-35 

Maxillary and mandibular overlay removable partial dentures for 
the restoration of worn teeth (Ganddini et al). 2004;91:210-4 

Shear strength of core-veneer interface in bi-layered ceramics 
(Al-Doohan et al). 2004;91:349-55 

Post and core technique 

Diametral tensile strength of a resin composite core with non- 
metallic prefabricated posts: an in vitro study (Santos et al). 
2004;91:335-41 

Fiber-reinforced post and core adapted to a previous metal ceramic 
crown (Iglesia-Puig and Arellano-Cabornero ). 2004;91:191-4 

Fracture resistance and reliability of new zirconia posts (Oblak 
et al). 2004;91:342-8 

A method to prevent aspiration or ingestion of cast post and core 
restorations (Al-Rashed). 2004;91:501-2 

Postoperative complications 

Nasal stent fabrication involved in nasal reconstruction: clinical 

report of two patient treatments (Brooks et al). 2004;91:123-7 
Premolar 

Immediate loading of hydroxyapatite-coated implants in the 
maxillary premolar area: three-year results of a pilot study 
(Proussaefs and Lozada). 2004;91:228-33 
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The influence of implant location and length on stress distribution 
for three-unit implant-supported posterior cantilever fixed 
partial dentures (Yokoyama et al). 2004;91:234-40 

Prosthesis coloring 

In vivo quantitative evaluation of tooth color with hand-held 
colorimeter and custom template (Shimada et al). 2004;91: 
389-9] 

Prosthesis retention 

The effectiveness of auxiliary features on a tooth preparation with 

inadequate resistance form (Proussaefs et al). 2004;91:33-41 
Prosthodontic materials 

Color stability of provisional prosthodontic materials (Sham et al). 

2004;9 1:447-52 
Prosthodontics 

A reassessment of the mandibular transverse horizontal axis theory 

(Preston). 2004;91:505-12 (Classic article ) 
Psychomotor performance 

Rehabilitation of an irradiated mandible after mandibular resection 
using implant/tooth-supported fixed prosthesis: a clinical 
report (Oelgiesser et al). 2004;91:310-4 

Psychophysiologic disorders 

Recognition and management of somatoform disorders (Brodine 

and Hartshorn). 2004;91:268-73 
Psychosomatic disorders; see Psychophysiologic disorders 


Quartz 
Fiber-reinforced post and core adapted to a previous metal ceramic 
crown (Iglesia-Puig and Arellano-Cabornero). 2004;91:191-4 


R 
Radiography 
A modified periapical radiographic holder used for standardized 
implant assessment ( Naffah and Johann). 2004;91:398 
Radiopaque media; see Contrast media 
Radiotherapy 
Rehabilitation of an irradiated mandible after mandibular resection 
using implant/tooth-supported fixed prosthesis: a clinical 
report (Oelgiesser et al). 2004;91:310-4 
Readers’ round table 
Letters. 2004;91:299-300, 401 
Referral and consultation 
Recognition and management of somatoform disorders (Brodine 
and Hartshorn). 2004;91:268-73 
Refractory materials 
Glass/ceramic/refractory techniques, their development and in- 
troduction into dentistry: a historical literature review 
(Wildgoose et al). 2004;91:136-43 
Rehabilitation 
Hybrid gate design frameworks for the rehabilitation of the 
maxillectomy patient (Marunick). 2004;91:315-8 
Removable partial denture; see Denture, partial, removable 
Replantation 
Reimplantation, bone augmentation, and implantation procedures 
for impacted maxillary canines: a clinical report (Spiechowicz 
et al). 2004;91:223-7 
Resins 
The conversion partial denture: a clinical report (Waliszewski and 
Brudvik). 2004;91:306-9 
Diametral tensile strength of a resin composite core with non- 
metallic prefabricated posts: an in vitro study (Santos et al). 
2004;91:335-41 
The effect of a resin-based sealer on crown retention for three types 
of cement (Johnson et al). 2004;91:428-35 
The effect of fiber reinforcement on the fracture toughness and 
flexural strength of provisional restorative resins (Hamza et al). 
2004;91:258-64 
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Effect of finish line variants on marginal accuracy and fracture 


strength of ceramic optimized polymer fiber-reinforced com- 
posite crowns (Cho et al). 2004;91:554-60 

The effect of polymerization cycles on porosity of microwave- 
processed denture base resin (Compagnoni et al). 2004;91: 
281-5 

Effect of post-silanization drying on the bond strength of 
composite to ceramic (Shen et al). 2004;91:453-8 

The effect of reinforcement with woven E-glass fibers on the impact 
strength of complete dentures fabricated with high-impact 
acrylic resin (Kim and Watts). 2004;91:274-80 

The effect of time lapse on the accuracy of two acrylic resins used to 
assemble an implant framework for soldering (McDonnell 
et al). 2004;91:538-40 

Effects of surface treatment and joint shape on microtensile bond 
strength of reattached root dentin segments (Liu et al). 2004; 
91:46-54 

Effects of various irrigation solutions on microleakage of Class V 
composite restorations (Sung et al). 2004;91:265-7 

The efficiency of different light sources to polymerize composite 
beneath a simulated ceramic restoration (Ozyesil et al). 2004; 
91:151-7 

Fabrication of a screw-retained fixed provisional prosthesis 
supported by dental implants (Kékat and Akga). 2004;91: 
293-7 

Fatigue resistance and stiffness of glass fiber-reinforced urethane 
dimethacrylate composite (Narva et al). 2004;91:158-63 

Fiber-reinforced post and core adapted to a previous metal 
ceramic crown (Iglesia-Puig and Arellano-Cabornero). 2004; 
91:191-4 

The hollow maxillary complete denture: a modified technique 
(O'Sullivan et al). 2004;91:591-4 

In vitro evaluation of shear bond strengths of resin to densely- 
sintered high-purity zirconium-oxide ceramic after long- 
term storage and thermal cycling (Blatz et al). 2004;91: 
356-62 

In vitro evaluation of the influence of repairing condition of 
denture base resin on the bonding of autopolymerizing resins 
(Minami et al). 2004;91:164-70 

In vivo quantitative evaluation of tooth color with hand-held 
colorimeter and custom template (Shimada et al). 2004;91: 
389-91 

Light transmission through all-ceramic dental materials: a pilot 
study (Rasetto et al). 2004;91:441-6 

Method for developing an optimal emergence profile using heat- 
polymerized provisional restorations for single-tooth implant- 
supported restorations (Macintosh and Sutherland). 2004;91: 
289-92 

Microleakage of Class V resin composite restorations placed with 
self-etching adhesives ( Brackett et al). 2004;91:42-5 

Observation of horizontal mandibular positions in an edentulous 
patient using a digital gothic arch tracer: a clinical report 
(Watanabe ). 2004;91:15-9 

A pin amalgam or composite core foundation technique for teeth 
with minimal coronal structure (Mamoun and Cervini). 2004; 
91:599-602 

A procedure for fitting a fixed partial denture to an existing 
removable partial denture (Fujisawa et al). 2004;91:392-4 

Restoration of unfavorably positioned implants for a partially 
edentulous patient by using an overdenture retained with 
a milled bar and attachments: a clinical report (Asvanund and 
Morgano). 2004;91:6-10 

Simplifying the use of a reline jig (Plummer and Hall). 2004;91: 
399-400 

Single tooth replacement using a modified metal-ceramic resin- 
bonded fixed partial denture: a clinical report (Hagiwara et al). 
2004;91:414-7 
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Survival rates of resin-bonded, glass fiber-reinforced composite 
fixed partial dentures with a mean follow-up of 42 months: 
a pilot study (Vallittu). 2004;91:241-6 
Use of carbon-epoxy frameworks for reinforcing provisional fixed 
partial dentures ( Baldissara et al). 2004;91:89-92 
Resistance form 
The effectiveness of auxiliary features on a tooth preparation with 
inadequate resistance form (Proussaefs et al). 2004;91:33-41 
Rest vertical dimension; see Vertical dimension 
Restoration, temporary 
Color stability of provisional prosthodontic materials (Sham et al). 
2004;9 1 :447-52 
The effect of fiber reinforcement on the fracture toughness and 
flexural strength of provisional restorative resins (Hamza et al). 
2004;91:258-64 
Fabrication of a screw-retained fixed provisional prosthesis sup- 
ported by dental implants (K6kat and Akga). 2004;91:293-7 
Immediate loading of hydroxyapatite-coated implants in the 
maxillary premolar area: three-year results of a pilot study 
(Proussaefs and Lozada). 2004;91:228-33 
Method for developing an optimal emergence profile using heat- 
polymerized provisional restorations for sing'e-tooth implant- 
supported restorations (Macintosh and Sutherland ). 2004;91: 
289-92 
simple method for cleaning zinc oxide-cugenol provisional 
cement residues from the intaglio surface of casting restorations 
(Mosharraf). 2004;91:200 
A simplified approach to implant-supported metal-ceramic re- 
construction (Simon and Marchack). 2004;91:525-31 
Use of carbon-epoxy frameworks for reinforcing, provisional fixed 
partial dentures (Baldissara et al). 2004;91:89-92 
Use of polyethylene ribbon to create a provisional fixed partial 
denture after immediate implant placement: a clinical report 
(Eskitascioglu et al). 2004;91:11-4 
Retainer 
Evaluation of photoelastic stress patterns produced by various 
designs of bilateral distal-extension removable partial dentures 
(Thompson et al). 2004;91:105-13 (Classic article ) 
Hybrid gate design frameworks for the rehabilitation of the 
maxillectomy patient (Marunick). 2004;91:315-8 
Retention 
Comparison of cast Ti-Ni alloy clasp retention with conventional 
removable partial denture clasps (Kim et al). 2004;91:374-82 
A comparison of the porcelain fracture resistance of screw-retained 
and cement-retained implant-supported metal-ceramic crowns 
(Torrado et al). 2004;91:532-7 
The conversion partial denture: a clinical report (Waliszewski and 
Brudvik). 2004:91:306-9 
The effect of a resin-based sealer on crown retention for three types 
of cement (Johnson et al). 2004;91:428-35 
The effectiveness of auxiliary features on a tooth preparation with 
inadequate resistance form (Proussaefs et al). 2004;91:33-41 
Fabrication of a closed hollow obturator (Habib and Driscoll). 
2004;91:383-5 
Hybrid gate design frameworks for the rehabilitation of the 
maxillectomy patient (Marunick). 2004;91:315-8 


In vitro effect of microwave irradiation on the retentive force of 


magnets (Lemon et al). 2004;91:368-73 

Immediate loading of hydroxyapatite-coated implants in the 
maxillary premolar area: three-year results of a pilot study 
(Proussaets and Lozada). 2004;91:228-33 


Implant-tissue supported, magnet-retained mandibular over- 
denture for an edentulous patient with Parkinson’s disease: 
a clinical report (Chu et al). 2004;91:219-22 

The in vitro effect of pulpal pressure and luting agent on tensile 
bond strength of complete cast crowns (Ozturk et al). 2004;91: 
253-7 
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Minimizing movement of an orbital prosthesis retained by an 
obturator prosthesis (Wieselmann-Penkner et al). 2004;91; 
188-90 

O-ring attachments for transitional implant-retained overdentures 
(Ohkubo et al). 2004;91:195-7 

Review literature 

The efficacy of palatal augmentation prostheses for speech and 
swallowing in patients undergoing glossectomy: a review of the 
literature (Marunick and Tselios). 2004:91:67-74 

The etiology and management of gagging: a review of the literature 
(Bassi et al). 2004;91:459-67 

Glass/ceramic/refractory techniques, their development and in- 
troduction into dentistry: a historical literature review 
(Wildgoose et al). 2004;91:136-43 

Occlusion in removable partial prosthodontics (Henderson). 
2004;91:1-5 (Classic article) 

Pre-extraction records for complete denture fabrication: a literature 
review (Bissasu ). 2004:91:55-8 

Rhinectomy 

Nasal stent fabrication involved in nasal reconstruction: clinical 
report of two patient treatments (Brooks et al). 2004;91: 
123-7 

Ribbon 

Use of polyethylene ribbon to create a provisional fixed partial 
denture after immediate implant placement: a clinical report 
(Eskitascioglu et al). 2004;91:11-4 

Root canal therapy 

Fiber-reinforced post and core adapted to a previous metal ceramic 

crown (Iglesia-Puig and Arellano-Cabornero ). 2004;91:191-4 


S 
Saliva 
Evaluation of unstimulated flow rates of whole and palatal saliva in 
healthy complete denture patients and in patients with 
Sjogren’s syndrome (Marton et al). 2004;91:577-81 
Samarium 
In vitro effect of microwave irradiation on the retentive force of 
magnets (Lemon et al). 2004;91:368-73 
Selective pressure technique 
Effects of relief space and escape holes on pressure characteristics of 
maxillary edentulous impressions (Komiyama et al). 2004;91: 
570-6 
Self-etching adhesives 
Microleakage of Class V resin composite restorations placed with 
self-etching adhesives (Brackett et al). 2004;91:42-5 
Sensation 
Passive tactile sensibility in edentulous subjects treated with dental 
implants: a pilot study (El-Sheikh et al). 2004;91:26-32 
Sensory innervation 
Rehabilitation of an irradiated mandible after mandibular resection 
using implant/tooth-supported fixed prosthesis: a clinical 
report (Oelgiesser et al). 2004;91:310-4 
Shoulder finish line 
Effect of finish line variants on marginal accuracy and fracture 
strength of ceramic optimized polymer fiber-reinforced com- 
posite crowns (Cho et al). 2004;91:554-60 
Silanes 
Effect of post-silanization drying on the bond strength of 
composite to ceramic (Shen et al). 2004;91:453-8 
Fracture strength of all-ceramic crowns luted using two bonding 
methods (Attia and Kern). 2004;91:247-52 
In vitro evaluation of shear bond strengths of resin to densely- 
sintered high-purity zirconium-oxide ceramic after long-term 
storage and thermal cycling (Blatz et al). 2004;91:356-62 
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Silicone elastomers 
In vitro evaluation of color change in maxillofacial elastomer 
through the use of an ultraviolet light absorber and a hindered 
amine light stabilizer (Tran et al). 2004;91:483-90 
Silicones 
Effect on bond strength of silicone to polyurethane following 
immersion in cleaning solutions (Deng and Zwetchkenbaum). 
2004;91:582-5 
Sjogren’s syndrome 
Evaluation of unstimulated flow rates of whole and palatal saliva in 
healthy complete denture patients and in patients with 
Sjogren’s syndrome (Marton et al). 2004;91:577-81 
Soft palate; see Palate, soft 
Soldering 
lhe effect of time lapse on the accuracy of two acrylic resins used to 
assemble an implant framework for soldering (McDonnell 
et al). 2004;:91:538-40 
litanium removable partial denture clasp repair using laser 
welding: a clinical report (Suzuki et al). 2004;91:418-20 
Somatoform disorders 
Recognition and management of somatoform disorders ( Brodine 
and Hartshorn). 2004;91:268-73 
Speech 
The efficacy of palatal augmentation prostheses for speech and 
swallowing in patients undergoing glossectomy: a review of the 
literature (Marunick and Tselios). 2004;91:67-7 
The use of an intraoral electrolarynx for an edentulous patient: 
a clinical report (Wee et al). 2004;91:521-4 
Split-cast mounting 
A variation on split-cast mounting for complete denture construc- 
tion (Nogueira et al). 2004;91:386-8 
Stents 
Nasal stent fabrication involved in nasal reconstruction: clinical 
report of two patient treatments ( Brooks et al). 2004;91:123-7 
Stereolithography 
Optical modeling of extraoral defects (Reitemeier et al). 2004;91: 
80-4 
A technique for fabricating patterns for removable partial denture 
frameworks using digitized casts and electronic surveying 
(Williams et al). 2004;91:85-8 
Storage 
In vitro evaluation of shear bond strengths of resin to densely- 
sintered high-purity zirconium-oxide ceramic after long-term 
storage and thermal cycling (Blatz et al). 2004;91:356-62 
Stress, mechanical 
Evaluation of photoelastic stress patterns produced by various 
designs of bilateral distal-extension removable partial dentures 
(Thompson et al). 2004;91:105-13 (Classic article) 
Influence of implant length and diameter on stress distribution: 
a finite element analysis (Himmlova et al). 2004;91:20-5 
The influence of implant location and length on stress distribution 
for three-unit implant-supported posterior cantilever fixed 
partial dentures (Yokoyama et al). 2004;91:234-40 
Influence of occlusal forces on stress distribution in preloaded 
dental implant screws (Alkan et al). 2004;91:319-25 
The influence of occlusal loading location on stresses transferred to 
implant-supported prostheses and supporting bone: a three- 
dimensional finite clement study ( Eskitagcioglu et al). 2004;9 1: 
144-50 
Surgical obturator 
Chairside modification of a surgical obturator (Mukohyama ct al). 
2004;91:518-20 
Survival 
Survival rates of resin-bonded, glass fiber-reinforced composite 
fixed partial dentures with a mean follow-up of 42 months: 
a pilot study (Vallittu). 2004;91:241-6 
Swallowing; see Deglutition 
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T 
Tactile sensibility 
Passive tactile sensibility in edentulous subjects treated with 
dental implants: a pilot study (El-Sheikh et al). 2004;91: 
26-32 
Technology 
Optical modeling of extraoral defects (Reitemeier et al). 2004;91: 
80-4 
A technique for fabricating patterns for removable partial denture 
frameworks using digitized casts and electronic surveying 
(Williams et al). 2004;91:85-8 
Temperature 
Evaluation of shear bond strength at the interface of two porcelains 
and pure titanium injected into the casting mold at 


three different temperatures (Bondioli and Bottino). 2004; 
91:541-7 

In vitro assessment of temperature change in the pulp chamber 
during cavity preparation (Oztiirk et al). 2004;91:436-40 


Templates 

Controlled tooth reduction for fixed restorations using custom 
made pre-contoured transparent templates (Lynch and Burke). 
2004;9 1:499-500 
vivo quantitative evaluation of tooth color with hand-held 
colorimeter and custom template (Shimada et al). 2004;91: 
389-91 
technique for making a diagnostic and surgical template 
(Tsuchida et al). 2004;91:395-7 


Temporomandibular joint 
A multicenter clinical trial on the use of pulsed electromagnetic 
fields in the treatment of temporomandibular disorders (Peroz 
et al). 2004:91:180-7 
Temporomandibular disorders in relation to female reproduc- 
tive hormones: a literature review (Nekora-Azak). 2004-91: 
491-3 
Tensile strength 
Diametral tensile strength of a resin composite core with non 
metallic prefabricated posts: an in vitro study (Santos et al). 
2004;91:335-41 
Thermal cycling 
In vitro evaluation of shear bond strengths of resin to densely- 
sintered high-purity zirconium-oxide ceramic after long- 
term storage and thermal cycling (Blatz et al). 2004;91: 
356-62 
vitro evaluation of the influence of repairing condition of 
denture base resin on the bonding of autopolymerizing resins 
(Minami et al). 2004;91:164-70 
Thermal expansion 
Glass/ceramic/retractory techniques, their development and in- 
troduction into dentistry: a historical literature review 
(Wildgoose et al). 2004;91:136-43 
Time 
The effect of time lapse on the accuracy of two acrylic resins used to 
assemble an implant framework for soldering (McDonnell 
et al). 2004;91:538-40 
Tissue transplantation 
Connective tissue graft to correct peri-implant soft tissue margin: 
a clinical report (Shibli et al). 2004;91:119-22 
Titanium 
Comparison of cast Ti-Ni alloy clasp retention with conven- 
tional removable partial denture clasps (Kim et al). 2004;91: 
374-82 
Evaluation of shear bond strength at the interface of two porcelains 
and pure titanium injected into the casting mold at 
three different temperatures (Bondioli and Bottino). 2004; 
91:541-7 
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A simplified method to reduce prosthetic misfit for a screw- 
retained, implant-supported complete denture using a lu- 
ting technique and laser welding (Longoni et al). 2004;91: 
595-8 
Tomography, x-ray computed 
A technique for making a diagnostic and surgical template 
(Tsuchida et al). 2004;91:395-7 
Tooth, impacted 
Reimplantation, bone augmentation, and implantation procedures 
for impacted maxillary canines: a clinical report (Spiechowicz 
et al). 2004;91:223-7 
Tooth abrasion 
Group function or canine protection (Jemt et al). 2004;91:403-8 
Maxillary and mandibular overlay removable partial dentures for 
the restoration of worn teeth (Ganddini et al). 2004;91:210-4 
Tooth erosion 
Maxillary and mandibular overlay removable partial dentures for 
the restoration of worn teeth (Ganddini et al). 2004;91:210-4 
Tooth extraction 
Pre-extraction records for complete denture fabrication: a literature 
review (Bissasu ). 2004;91:55-8 
Tooth fractures 
Effects of surface treatment and joint shape on microtensile bond 
strength of reattached root dentin segments (Liu et al). 2004; 
91:46-54 
Tooth movement 
Evaluation of photoelastic stress patterns produced by various 
designs of bilateral distal-extension removable partial dentures 
(Thompson et al). 2004;91:105-13 (Classic article ) 
Tooth preparation 
The effectiveness of auxiliary features on a tooth preparation with 
inadequate resistance form (Proussaets et al). 2004;91:33-41 
Tooth root 
Effects of surface treatment and joint shape on microtensile bond 
strength of reattached root dentin segments (Liu et al). 2004; 
91:46-54 
Total occlusal convergence 
The effectiveness of auxiliary features on a tooth preparation with 
inadequate resistance form (Proussaets et al). 2004;91:33-41 
Tracheoesophageal speech 
The use of an intraoral electrolarynx for an edentulous patient: 
a clinical report (Wee et al). 2004;91:521-4 
Tracheostomy 
A tracheostomy obturator for a patient with hereditary an 
gioneurotic edema (Moon et al). 2004;91:494-8 
Transverse horizontal axis theory 
A reassessment of the mandibular transverse horizontal axis theory 
(Preston). 2004;91:505-12 (Classic article ) 
Tumor ablation 
Nasal stent fabrication involved in nasal reconstruction: clinical 
report of two patient treatments ( Brooks et al). 2004;91:123-7 


U 
Ultraviolet rays 
In vitro evaluation of color change in maxillofacial elastomer 
through the use of an ultraviolet light absorber and a hindered 
amine light stabilizer (Tran et al). 2004;91:483-90 
Urethane 
Fatigue resistance and stiffness of glass fiber-reinforced urethane 
dimethacrylate composite (Narva et al). 2004;91:158-63 


Vv 


Vector analysis model 


The effect of clenching on condylar position: a vector analysis 
model ( Radu et al). 2004;91:171-9 
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Veneers 
Dentists’ molar restoration choices and longevity: a web-based 
survey (Rosenstiel et al). 2004;91:363-7 
Fracture resistance of three all-ceramic restorative systems for 
posterior applications (Pallis et al). 2004;91:561-9 
Light transmission through all-ceramic dental materials: a pilot 
study (Rasetto et al). 2004;91:441-6 
Maxillary and mandibular overlay removable partial dentures for 
the restoration of worn teeth (Ganddini et al). 2004;91:210-4 
Shear strength of core-veneer interface in bi-layered ceramics (Al 
Doohan et al). 2004;91:349-55 
Vertical dimension 
A comparison of the accuracy of two methods used by pre-doctoral 
students to measure vertical dimension (Geerts et al). 2004;91: 
59-66 
Immediate loading of implants in edentulous mandible 
maintaining vertical dimension: a clinical report (Rashedi and 
Cooper). 2004;91:114-8 
Maxillary and mandibular overlay removable partial dentures for 
the restoration of worn teeth (Ganddini et al). 2004;91:210-4 
Observation of horizontal mandibular positions in an edentulous 
patient using a digital gothic arch ‘acer: a clinical report 
(Watanabe ). 2004;91:15-9 
Occlusal device for diagnostic evaluation of maxillomandibular 
relationships in edentulous patients: a clinical technique 
(Massad et al). 2004;91:586-90 
Physiologic jaw relations and occlusion of complete dentures 
(Shanahan). 2004;91:203-5 (Classic article ) 
Physiologic vertical dimension and centric relation (Shanahan). 
2004;91:206-9 (Classic article ) 
Pre-extraction records for complete denture fabrication: a literature 
review (Bissasu ). 2004:91:55-8 
A simplified approach to implant-supported metal-ceramic re 
construction (Simon and Marchack). 2004;91:525-31 
Vinyl polysiloxane; see Polyvinylsiloxanes 
Voice 
The use of an intraoral electrolarynx for an edentulous patient: 
a clinical report (Wee et al). 2004;91:521-4 


Ww 
Water 
Effects of various irrigation solutions on microleakage of Class V 
composite restorations (Sung et al). 2004;91:265-7 
Wear; see Tooth abrasion 
Welding 
A simplified method to reduce prosthetic misfit for a screw- 
retained, implant-supported complete denture using a luting 
technique and laser welding (Longoni ct al). 2004;91:595-8 
Titanium removable partial denture clasp repair using laser 
welding: a clinical report (Suzuki et al). 2004;91:418-20 
Women 
Temporomandibular disorders in relation to female reproductive 
hormones: a literature review (Nekora-Azak). 2004;91:491-3 


xX 


Xerostomia 
Evaluation of unstimulated flow rates of whele and palatal saliva in 
healthy complete denture patients and in patients with 
Sjogren’s syndrome (Marton et al). 2004;91:577-81 


Z 
Zinc oxide-eugenol cement 
A simple method for cleaning zinc oxide-cugenol provisional 
cement residues from the intaglio surface of casting restorations 
(Mosharraf). 2004;91:200 
Zinc phosphate cement 
The effect of a resin-based sealer on crown retention for three types 
of cement (Johnson et al). 2004;91:428-35 
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Zirconium 
An esthetic comparison of a metal ceramic crown and cast 


metal abutment with an all-ceramic crown and zirconia 
abutment: a clinical report (Tan and Dunne). 2004;91: 


215-8 


SUBJECT INDEX 


Fracture resistance and reliability of new zirconia posts (Oblak 
et al). 2004;91:342-8 

In vitro evaluation of shear bond strengths of resin to densely- 
sintered high-purity zirconium-oxide ceramic after long-term 
storage and thermal cycling (Blatz et al). 2004;91:356-62 
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